AMENDMENT NO. 2 MARCH 2020 
TO 
IS 1576 : 1992 SOLID PRESSBOARD FOR ELECTRICAL 
PURPOSES — SPECIFICATION 


(First Revision) 


(Page 9, clause F-6.1, informal table, last row) — Substitute the following 
for the existing: 


Spring characteristics deflection for a load 


of 1 350 kg at room temperature 15.875 mm 
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